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Dear Ms. Dortch, 


| am writing on behalf of Red Cat, a drone technology 
company integrating robotic hardware and software for military, 
government, and commercial operations. Red Cat hereby 
respectfully opposes the Petition for Rulemaking filed by 
NextNav, Inc. WT Docket No. 24-240. 


The Lower 900 MHz band containing the frequency 
space from 902 MHz to 928 MHz is an incredibly important asset 
to not only industry and government, but also to the general 
public due to the extant designation as an unlicensed Part 15 
band. We believe that the proposal outlined in this petition 
jeopardizes the reliability and viability of non-LMS devices in this 
frequency space. 


In particular, our concerns center around the current and 
future planned usage of the Lower 900 MHz band in safety 
critical fight systems. Many unmanned aircraft radio systems 
rely on this band to transmit and receive command and control 
messages between the aircraft and ground stations. These 
systems are critical not only for the safe operation of unmanned 
flights, but also for managing risk when flight operations require 
coexistence within airspace utilized by manned flight. 


The proposed reconfiguration of the Lower 900 MHz 
band will undoubtedly impact the safety and reliability of 
unmanned aviation operations leveraging Part 15 devices in this 
band if NextNav’s suggested changes are implemented. 


We ask that the commission dismiss NextNav’s petition 
as the risk of interference and harm to the many existing 
operations utilizing the Lower 900 MHz band is significant due 
to the proposed request to increase power levels, omission of 
guard bands, and proposal to eliminate the protections granted 
to Part 15 devices over LMS licensees. 


Respectfully submitted, 


Chris Mlazgar 
Director, RF Compliance 


